FIA Formula 1 
World Championship.. 
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2021 EMILIA ROMAGNA GRAND PRIX 
15 - 18 April 2021 


From The Stewards Document 571 
To The Team Manager, Date 18 April 2021 


Mercedes-AMG Petronas F1 Team 
Time 16:54 


The driver and team representative is required to report to the Stewards at 17:30 in relation to the 
incident below. 


No/ Driver 77 - Valtteri Bottas 


Reason Incident between cars 63 & 77 in turn 2 at 15:56. 
Tim Mayer Silvia Bellot 
Tom Kristensen lacopo Arcangeli 


The Stewards 


